53      DOCKETED ITEMS

91091S0088 Forwards revised page index to Rev 8 to "Process Control Program."
TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document
Control Desk). 2pp. 59139:322-59139:327.

-9109180108 Revised procedure index to Rev 8 to "Process Control Program."
VAUGHT.RB., LOUCKS.LE. Duke Power Co. 91/07/30. 4pp. 59139:324-59139:327.

9109270178 Forwards amends 191.191 & 188 to licenses DPR-38.DPR-47 & DPR-
55,respectivelyAinends modffy specs having cyde-specific parameter limits by trans-
ferring limits to core operating !imits rept.

WIENS,LA Project Directorate 1I-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 2pp.
59226:077-59226:113.

-9109270202 Amends 191.191 & 188 to licenses DPR-38.DPR-47 & DPR-55, respec-
MATTHEWS,D.B. Project Directorate II-3. 91/09/16. 28pp. 59226:079-59226:106.

-9109270204 Safety evaluation supporting amends 191,191 & 188 to licenses DPR-
38.DPR-47 $ DPR-55,respectivery.

*  Office of Nuctear Reactor Regulation, Director (Post 870411). 91/09/16. 6pp.
59226:107-59226:113.

9109250279 Notification of 911005 meeting w/util in Rockville.MD to discuss overall
status of DPC activities at plants Agenda also end.

MARTIN.R. Project Directorate II-3. 91/09/18. MATTHEWS.D.B. Project Directorate II-
3. 7pp. 59207:001-59207:007.

9109300150 Rev to selected licensee commitments manual.consisting of iist of effective
pages & table of contents.
FROEBE.H. Duke Power Co. 91/09/24. 7pp. 59253:051-59253:057.

Q. Inspection reports, IE BuHetins & correspondence

9109100028 Forwards insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on
910709-11 .No violations or deviations noted.

CUNE.W.E. Region 2 (Post 820201). 91/08/08. TUCKMAN.M.S. Duke Power Co. 3pp.
59021:045-59021:055.

-9109100030 insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on 910709-11.No
violations or deviations noted.Major areas inspectedlicensee fitness for duty
program.policy & review of admin & key program processes.

TILLMANA, MCGUIRE.D.R. Region 2 (Post 820201). 91/08/08. 8pp. 59021:048-
59021:055.

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list end.

CUNNINGHAM.R.E. Division of industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc iist end.

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
end.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109160136 Ack receipt of 910813 Itr in response to 910716 NOV re insp repts 50-269/
91-12,50-270/91-12 & 50-287/91-12.Responses meet requirements in 10CFR2.201.
HERDTAR. Region 2 (Post 820201). 91/08/27. TUCKMAN.M.S. Duke Power Co.
3pp. 59098:248-59098:250,

9109160016 Forwards insp repts 50-269/91-16,50-270/91-16 & 50-287/91-16 on
910630-0727.NO violations or deviations noted.

HERDTAR. Region 2 (Post 820201). 91/08/29. TUCKMAN.M.S. Duke Power Co.
2pp. 59096:307-59096:315.

-9109160028 Insp repts 50-269/91-16.50-270/91-16 & 50-287/91-16 on 910630-
0727.No violations notedMajor areas inspected: surveillance testing.maint activities &
review of open items.

HARMON.P.E., DESAI.B.B., POERTNER.W.K, Region 2 (Post 820201). 91/08/29.
7pp. 59096:309-59096:315.

9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004/
91-17 on 910806-09.NO violations or deviations noted

JUUAN.CA, BLAKEJ. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke
Power Co. 3pp. 59098:301-59098:311.

-9109160183  Insp   repts  50-269/91-17,50-270/91-17,50-287/91-17  & 72-0004  on
910806-09.NO violations or deviations notedMajor areas inspected:reactor bldg
tendon surveillance program.snubber surveillance program & const in ISFSI.
LENAHAN.JJ.. BLAKE.JJ. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304-
59098:311.

9109130119 Forwards safety evaluation accepting B&W comprehensive program to ad-
dress pressurizer surge tine thermal stratification concerns discussed in IEB-88-011
(BAW-2127 rept).

WIENS.LA Project Directorate 11-3. 91/09/06. TUCKMAN.M.S. Duke Power Co. 3pp.
59105:145-59105:160.

-9109130131 Safety evaluation of BAW-2127 approving comprehensive program to ad-
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011.

*  Office of Nudear Reactor Regulation, Director (Post 870411). 91/09/06. 13pp.
59105:148-59105:160.

9109240344 Forwards insp repts 50-269/91-19.50-270/91-19 & 50-287/91-19 on
910812-16.NO violations or deviations noted.

COLUNS.D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co.
3pp. 59184:312-59184:322.

-9109240346 Insp reots 50-269/91-19,50-270/91-19 & 50-287/91-19 on 910812-16.NO
violations    or    deviations    notedMajor    areas    inspededradiologteal    environ
cal rm>nitoring,audits.trairiing & dose commitment calculations.

-------, ----------VT.R. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315-

59184:322.

9109240295   Forwards  insp   rept  50-269/91-20,50-270/91-20   &  50-287/91-20   on
2 'JpSrt 820201). 91/09/11. TUCKMAN.M.S. Duke Power Co.

3pp. 59183:328-59183:337.

-9109240301 Insp repts 50-269/91-20,50-270/91-20 & 50-287/91-20 on 910812-16-No
violations notedMajor areas inspected:unit I inservice insp activities.including eddy
current exam of OTSG.tubes & plans for plugging previously installed plugs.
ECONOMOS.N.E., BLAKE.JJ. Region 2 (Post 820201). 91/09/04. 7pp. 59183:331-
59183:337.

9109190071 Forwards insp repts 50-269/91-22.50-270/91-22 & 50-287/91-22 on
91 081 8-22.NO violations noted.

CLINE.W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp.
59134:091-59134:094.

-9109190080 Partially withheld insp repts 50-269/91-22.50-270/91-22 & 50-287/91-22
on 910818-22.NO violations notedMajor areas inspected:security plan programs.mgt
effectiveness & support.security organization & records & repts.
STANSBERRY.W.W..   MCGUIRE.D.R.   Region   2   (Post   820201).   91/09/12.   1p.
591 34:094-591 34:094.

9109240238 Forwards insp repts 50-269/91-21.50-270/91-21 & 50-287/91-21 on
910819-23-No violation noted.

JULIAN.C.A. Region 2 (Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co.
3pp. 59174:046-59174:058.

-9109240253 Insp repts 50-269/91-21.50-270/91-21 & 50-287/91-21 on 910819-23.No
violations noted.Major areas inspected: observations of work & work activities & eval-
uation of recorded data for 10 yr reactor vessel exams.

COLEY.J.L,  CHOU.R.C.,  BLAKE.JJ.  Region  2 (Post 820201).  91/09/09.   10pp.
59174:049-59174:058.

9109240267 Forwards insp repts 50-269/91-24.50-270/91-24 & 50-287/91-24 on
910826-30.Violations noted but not cited.

COLLINS.D.M. Region 2 (Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co.
3pp. 59174:072-59174:080.

-9109240276 Insp repts 50-269/91-24,50-270/91-24 & 50-287/91-24 on 910826-SO.No
violations noted.Major areas inspected: occupational exposure during extended out-
ages & followup on enforcement issues.

SHORTRIDGE.R.B.,    POTTERJ.P.    Region   2   (Post   820201).   91/09/12.    6pp.
59174:075-59174:080.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York. Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109040390 "Oconee Nuclear Station Semiannual Radioactive Effluent Release Rept
for First Half 1991." W/910829 Itr.
TUCKMAN.M.S. Duke Power Co. 91/06/30. 41pp. 59017:223-59017:264.

9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990, per
10CFR26.71(d).

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document
Control Desk). 14pp. 58952:341-58952:354.

9109170319 Forwards monthly operating repts for Aug 1991 for Oconee Nuclear Station
Units 1,2 & 3 & monthly operating status rept for Jul 1991.

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document
Control Desk). 2pp. 59136:015-59136:032.

-9109170323 Monthly operating repts for Aug 1991 for Oconee Nuclear Station Units
1,2 & 3.
WILLIAMS.R.A. Duke Power Co. 91/08/31. 15pp. 59136:017-59136:031.

-9109170326 Monthly operating status repts for Jul 1991 for Oconee Nuclear Station
Units 1 ,2 & 3.
* Duke Power Co. 91/07/31. 1p. 59136:032-59136:032.

V. Operator Examinations

9109160037 Discusses pilot requalification exam conducted on 910719-0802.Pilot exam
suggested to explore methods to evaluate operator performance.per 10CFR55,in less
stressful setting.

BARRON.H.B. Duke Power Co. 91/08/26. ROE.R.W. Division of Licensee Perform-
ance & Quality Evaluation (Post 87041 1). 3pp. 59108:190-59108:192.

Y. Dry Cask Independent Spent Fuel Storage Installations

9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004/
91 -1 7 on 91 0806-09.No violations or deviations noted.
JULIAN.CA Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co.

-9109160183   Insp   repts  50-269/91-17.50-270/91-17.50-287/91-17   &   72-0004   on
910806-09.NO violations or deviations noted.Major areas inspectedreactor bldg
tendon surveillance program.snubber surveillance program & const in ISFSI.
LENAHAN.JJ. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304-59098:311.

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power

^r1'^ "

- Dooument Control

-9109260208 "NC Municipal Power Agency 1 Annual Rept,1990."
59247^iY North Carolina Municipal Power Agencies 90/12/31.

33pp. 59247:179- charts contained in section 6 of TS & associ-
